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The following electric powor projects are included in the Five-Year Plan: 


1. Construction of a new connecting plant with an output of 350t/n steam, 
generating 50,000 KW, at Lauta, 


25 Reconstruction of a power station at Trattendorf, using either the old one 
(about 180 IW), or the new one, which was 60 per ecnt completed in 1945. and 
has a capacity of 150,000 Kw. 


Bs Extension of the Saxony power stations. Details ere unknown. 
Ae Construction of a new connection plant of 70,000 KW at Zschornewitz. 


oe Construction of hydro-electric power stations on the upper Saale, and the 
reconstruction of the Hohenvarthe station. 


6. Replacement of the dismantled 15 KW turbine, two boilers and high-voltage 
cable net at Peenemlinde power station. 


ie Construction of a 100 KV double line from leuta to Wildau (Berlin). 


&, Alterations of the high-voltage cable net in order to by-pass the Western 
Sectors of Berlin and to strengthen the links between the Russian Sector of 
Berlin power stations and the Russian Zone zonal high-voltage net. It was 
originally estimated by the Hauptabteilung Energie that these projects 
would requize six million DM, but this sum is now considered insufficient. 
Work has not yet sterted, mainly because suitable switches and transforrers 
are lacking, The following measures will be taken: 


(West Berlin) and Zschornewitz—Brandenburg-Srandau, both carrying 100 
into Hennigsdorf powor station, and from there into the Russian Zone high= 
voltage net of “inergiebezirk Nord. 


a. Transferring the high-voltage double lines p oe oe ee 
? 


b, Tapping the Hennigsdorf~Strausberg line, avoiding the French Sector of 
Berlin at Lindenberg and constructing from there a double line to the 
100 KV switching station at Friedrichsfelde, 
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Construction of a link to the Uppor Silesia coal fields. This link existed 
until 1945, but wes completely dismantled. It formerly joined the present 
Kussian Zone net at Lanta, 


Construction of a new 220 KV north-south dink, rurming from Boshlen» 
Rspenhain~Berlin, 


Srection of a power storage plant (60,000 KW) at Usedel, Lend lecklenburg, 
and reconstruction of the dismantled storage plant, Wiederwartha, near 
Dresden, (formerly 70,000 Ki), 


The following enumerates minor alterations, replacements and enlargements 
at these power stations: 


a. Potsdam ~ to receive one nev boiler (in addition to its present three), 
raising its output by 4,000 KW. j 


o. Finow ~ to receive two new boilers (in addition to its present eight), 
increasing the owtput by 10,000 EW, 


ec. Bremow (Rostock) ~ to receive ona new boiler (in addition to its present 
three), inereasing its output by 4,000 Ky, 


a. lauta - to receive tyo new bollera (in addition to ite present twenty-six), 
increasing its output by 10,000 KV, i£ two turbines are fitted with new 
blades. 


®. Hirschfelde - to receive one complete 20,000 KW set of turbines from the 
Ghemnitz pover station, 


f, The "new" boilers for the Potsdau, Finow, Bramow and Leuta planta, are, 
in facet, old ones from the Finkenheerd power stetion, and the work on 
this transfer was started in 1949 contrary to the advics of experts. 
It was soon obvious that all the botler Grums were cracked, and consequently 
unserviceable, New boiler drums are to be obtained from Western Germany. 


At Gross-Kayna, Halle~Tretha, Gispersleben, Erfurt, Sreitungen, Kulwits, and 
Finkenheerd, as well ag at some of the brown coal briquette factory power 
stations, alterations are being made with a view to adjusting the proper 
relationship between boiler and turbine output, and vice versa, in order to 
inerease production, 


The goal for the total electric power production in the Russian Zone on 
completion of the Five Year Plen ig 2,200,000 KW, These requirerents can 
only be met if equipment and current are imported from abroad. large sums 
of foreign currency would be needed, and as this is already in short aupply, 
it is doubtful whether funds will ba avallabic, 
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